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UNCLASSIFIED 

PAGE 01 STATE 219598 
ORIGIN COME-00 

INFO OCT-OI EUR-I2 ISO-00 EB-08 /02I R 

DRAFTED BY COM/OED/MEPD/FCROSLEY/LW 
APPROVED BY EB/OCA:RALVAREZ 
COM/OED/MEPD/LENGLESON 
COM/OED/MEPD/SMCONGER, DIR. 
r.OM/OIM/HI JNDSTROM (INFO) 

010336 292236Z/I3 

P29220IZAUG78 
FM SECSTATE WASHDC 
TO AMEMBASSY NICOSIA PRIORITY 
INFO AMEMBASSY ATHENS PRIORITY 

UNCLAS STATE 219598 

ATHENS FOR RTDO 

E.O. 1 1652: N/A 


Message Text 


TAGS: BENC, CY 

SUBJECT: MAJOR PROJECT: STEAM TURBINE GENERATORS 


REE: (A) NICOSIA 1779; (B) 77 NICOSIA 2596 

1 . PER REETEL PARA THREE, DPI .AVAL TURBINE, INC. AWAITS 
TENDER DETAILS FROM POST. DELAY AL WILL CONTACT PRRF.CR 
CARDEW AND RIDER IN U.K. 


2. MEPD WOULD APPRECIATE ALSO MORE INFORMATION CONCERNING 
COMPETITIVE EACTORS, ESPECIALLY COMMUNIST COUNTRY 
INITIATIVES. ALSO, QUESTION CYPRUS' NEED FOR 2 BY 60 MW 
STEAM UNITS AT THIS POINT IN TIME WHEN REETEL B REPORTED 
NEED FOR ONLY UNITS OF 2 BY 20 MW CAPACITY. WHAT IS 
JUSTIFICATION FOR TRIPLING CAPACITY? HOW WILL ADDITION 
UNCLASSIFIED 
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BE FINANCED? CHRISTOPHER 
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